HARYANA QUVT WAZ.,FE.3.1,1995 MAGHA 14,1897 SA KA, 


1 


52 


(PARIS 


Karnal Circle 


The 4th January , 1976 


0 


No. 529 - R . Whereas it appears to the Governor of Haryana that fald is likely to be required a 
be taken by Government, ut public expenses , for a public purpose , namely , fos const "ucting (srana Pardhana 
road to Village Bhaupur road in Karnal District , it is hereby notified thai the land described che 
specification below is required for the above purpose . 

This notification is made under the provisions of section 4 of the Land Acquisition Aut, ? 894 , to 
ul whom it may concern . 

in exercise of the powers conferred by the aforesaid section , the Governor of Haryana - pleased 10 
Julhorise the officers , for the time being engaged in the undertaking with their erunt and workmen to 

a !! 
enter upon and survey any land in the locality and do 

other acts required or permitted by the 
section . 

Any „ erson interested who has any objection to the acquisition of any land in the locality , my 
within thirty days after the date on which notice of the substance of this notification is riven in locality , lile an 
ubjecuon in writing before the Land Acquisition Collector, Public Works Department. Buildings and Road 
Branch , Ambala Cantt . 

SPECIFICATION 


District 


Tehsil 


Village 


reš 111 
acies 


Klasra No Rectangle No. 


Karnal 


Panipat 


Bhaupus 


2.89 

60 
1,3/ 3 , 8/1 , 812 , 13 , 14 ; , 17 : 1/2 . 172, 24 

24 
24 ! 2 : 1 , 243, 32 , 142, 17.1.1 . 24 : 2 : 2 


68 


4 , 5 , 6 , 7 ! , ? : 2 , 14 , 15 , 16 , 1 , 16 2. 25 , 
25/2 , 26 


69 


21 !, 21 : 2 


72 


1.1, 1/2 , 9 , 10 , 1 12 , 191, 19/2 , 22 , 
88.89 , 90 , 164 , 105. 133 , 134 , 135 , 136 , 
137 , 143 , 310 , 311 , 312 , 314 , 317 , 34 ). 
344 , 353 


32 


Do 


Karad 


7.83 


42 


22. 23. 24 


3 , 4 , 5 , 6 , 7 , 8 , 15, 16 , 25 


43 


11, 1971 , 19/2 , 20 , 21, 22 


54 


1 , 2,10,1 , 10 / ?, 11 , 20 ,21, 212, 2 ! 3 . 


54 


2 /4 . 21/5 , 216, 217, 218, 219, 2 10 . 


22 


55 


5 , 6 , 15 , 16 , 1 , 16/2 , 163, 16,4 . 16,5 
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District 


Tehsil 


Village 


Area in 
acres 


Khasra No., Rectangle No. 


Kanal 


Panipat 


Karad- 
concld 


7.83. 
concid 


67 


2 , 3 , 7 , 8 , 14 , 17/1 , 17/10 , 24 , 26 , 28 

76 


4 / 1,412 , 7/1 , 7/2 , 13/1 , 13/2 , 14/1 , 14/2 , 17 , 

76 


18 , 23 , 24/1 , 24/2 , 25 

88 


89 


5/1 , 5 /2,6 


1,9 , 10/1 , 10/2 , 11 , 12/1, 


89 


+ 


12/2 , 13/1 , 18 , 19 , 23 , 24 


93 


9 , 10 , 11 , 12 , 13 , 18 , 19 , 22 , 23 , 24 , 25 
94 

106 


+ 


3 , 4 , 5/1 , 5/2 , 6 , 7 4. 5/1, 5/2 , 6 , 7, 15 
107 

- , 123, 13.? , 135 , 138, 139 , 140 , 
} , 10 , 11 
142, 144 , 145 , 156 , 157 , 158 , 177 , 200 , 201 , 
202 , 214 , 224 , 225 , 226 , 227 , 228 , 229, 
230 , 231 , 232 , 233 , 234 , 235 , 236/1 , 236/2 , 
239 , 240 , 241 , 253 , 254 , 255 , 256 , 257, 
258 , 259 , 260 , 261, 262, 382 , 383, 387, 400 
403 , 407, 408 , 445 , 446 , 447 

6 


Do 


Isiana 


3.27 


10 , 11, 12 , 18 , 19/1 , 19/2 , 22 , 23 , 24 


9 


3 , 4 , 6 , 7, 8 , 14 , 151, 15/2 , 16 , 25 

10 


20 , 21, 22 


24 


1,2,1, 2 : 2 , 1,8,9, 12 , 13 , 14 , 16 , 17/1, 17,2 , 

24 


t 


18 , 24 , 25 : 1, 25/2 

37 


38 


210 


5,1, 5/2 

] 
270 , 289, 290 , 291, 842 


( Sd .) 

Superintending Engineer, 
Karnal Circle , P.W.D. ( B. & R., Branch ). 


